Console  of  Cadet  Chapel  Organ,  U.S.M.A.,  West  Point,  N.Y. 


CONSOLE  OF  CADET  CHAPEL  ORGAN 
UNITED  STATES  MILITARY  ACADEMY 
WEST  POINT,  NEW  YORK 

With  more  than  18,200  individual  pipes,  the  instru- 
ment is  the  largest  in  the  world  in  a  church,  and 
it  is  the  third  largest  organ  of  any  type.  The  original 
small  instrument  was  expanded  by  means  of  private 
funds,  donated  by  graduates  and  friends  of  the 
Military  Academy. 
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